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Message Text 


UNCLASSIFIED POSS DUPE 
PAGE 01 FUKUOK 00050 160040Z 
15 

ACTION SY-05 

INFO OCT-OI EA-IO ISO-00 /0I6W 

025428 

R 140600Z APR 75 
FM AMCONSUL FUKUOKA JA 
TO SECSTATE WASHINGTON DC 449 
INFO AMEMBASSY TOKYO JA 
STATE 

UNCLAS EUKUOKA JA 050 
E.O. 11652: N/A 
TAGS: ASEC 

SUBJ: FIRE EXTINGUISHERS FOR FUKUOKA CONSULATE 
REE: STATE 081769 
TOKYO FOR RSO 

1. CONSULATE CONSIDERS LARGE FIRE EXTINGUISHERS MENTIONED IN REFTEL 
ARE NECESSARY FOR PRINCIPAL OFFICER'S RESIDENCE (POR). POR IS LARGE, 
RAMBLING JAPANESE-STYLE HOUSE CONSTRUCTED OF WOOD WHICH HAS BECOME 
TINDER-BOX DRY OVER LAST FEW DECADES, PAPER SLIDING DOORS THROUGHOUT 
HOUSE, AND STRAW "TATAMI" MAT FLOOR COVERING THROUGHOUT HOUSE. 90 
PERCENT OF HOUSE IS COMPOSED OF HIGHLY FLAMMABLE CONSTRUCTION 
MATERIAL. 

2. IF PART OF HOUSE CATCHES FIRE, IT WOULD HAVE TO BE CONTAINED 


PAGE TWO RUADLTA95I2 UNCLAS 

IMMEDIATELY. SMALL EXTINGUISHERS ARE NOT CONSIDERED ADEQUATE 
TO CONTAIN WOOD FIRE IN THIS HOUSE. SMALL EXTINGUISHERS 
POSSIBLY CAN BE USED IN KITCHEN WHERE THERE IS NOT AS MUCH 
FLAMMABLE MATERIAL. 

3. FIRE EXTINGUISHER WEIGHING 43.0 KG HAS TWO WHEELS ONE-THIRD 
HEIGHT OF EXTINGUISHER; 1 15.0 KG SIZE HAS TWO WHEELS AS HIGH AS 
FIRE EXTINGUISHER ITSELF. PORTABILITY IS NOT A PROBLEM. 
RICHARDSON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 14 APR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FUKUOK00050 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 32-031 2 
From: FUKUOKA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750453/aaaabxiy.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 081 769 
Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 30 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <30 JUN 2003 by maginmm>; APPROVED <22 JAN 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: FIRE EXTINGUISHERS FOR FUKUOKA CONSULATE 
TAGS: ASEC 
To: STATE 
Type: TE 
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